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FRED. G-THORN, Architect 
HENRY W. WILSON, Civil Engineer. 
CHARLES G. DARRACH, Civil & Hydraulic Engineer, 
HENRY A. MACOMB, Architect, 





Hon. Daniel M. Fox, 
Supt., U. S. Mint. 
Dear Sir; 
Enclosed please find copy of letter from William 
Sellers & Co.,, dated Sept. 28th. You will find that they take 
the same view of the Coining Room difficulties which I explained 
to you last week. 

Mr. Bonner advises me this morning, that they have speeded 
up the Jack Shaft to 66 revolutions. I think that this is not 
fast enough to get the désired work; but from what he tells me, it 
is very evident that there is sufficient belting to do all the 
work that is required. 


Very respectfully, 


Ce or ee 
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ENCLOSURE. 
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Wilson Brothers & Co. 

Civil Engineers and Architects, 
Philadelphia, Pa. 

October 3, 1887 


Hon. Daniel M. Fox, 
Supt., U.S. Mint. 


Dear Sir: 


Enclosed please find copy of letter from William Sellers & Co., dated Sept. 28th. You 
will find that they take the same view of the Coining Room difficulties which I explained to you 
last week. 


Mr. Bonner advises me this morning, that they have speeded up the Jack Shaft to 66 
revolutions. I think that this is not fast enough to get the desired work; but from what he tells me, 
it is very evident that there is sufficient belting to do all the work that is required. 


Very respectfully, 
Chas. G. Darrach 
for W. Bro. Co. 


ENCLOSURE. 


